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AUTHORITY TO EXECUTE MEMORANDUM OF UNDERSTANDING (MOU) BETWEEN 
THE CITY OF LOS ANGELES AND THE UNIVERSITY OF CALIFORNIA AT LOS 
ANGELES (UCLA) FOR USE OF THEIR HAZARDOUS WASTE COLLECTION FACILITY 


RECOMMENDATIONS 


1. Approve and forward this report with transmittals to the Mayor with the request that the Board 
of Public Works (Board) be authorized to execute a Memorandum of Understanding (MOU) 
with the University of California at Los Angeles (UCLA) for the shared use of their Hazardous 
Waste Collection Facility for a term of six (6) years; 


2. Upon the Mayor's authorization, the President or two members of the Board will execute the 
MOU; and 
3. Return the executed MOU to LA Sanitation and Environment (LASAN) for further processing 


(Contact John Park at 213-485-3970 for pick up). 


TRANSMITTAL 


1. Copy of the proposed MOU between the City of Los Angeles (City) and UCLA. Originals will 
be delivered to the Board Office when Mr. Park is notified that the MOU is ready for 
execution. 


DISCUSSION 


Background 

California Resources Code 41500 and California State Regulation, Title 14, Section 18751.1 require 
all jurisdictions maintain and implement a Household Hazardous Waste (HHW) Element that 
addresses the safe collection, recycling, treatment and disposal of household hazardous wastes 
generated by households within the jurisdiction. LASAN’S Residential Special Materials (RSM) 
Program diverts items such as paint, batteries, solvents, and other unwanted chemicals from 
landfills, preventing the contamination of groundwater. 


The Citys RSM program has expanded significantly over the years. New waste streams and 
increased public participation meant mobile collection events no longer met the drop off volume. For 
example, effective July 1, 2004, the Electronics Recycling Act of 2003 (SB 20) codified the collection 
and processing of E-Waste in the Public Resources Code (PRC) Sections 24260 to 42485. In 
response, the City created permanent collection sites known as S.A.F.E. Collection Centers. 
S.A.F.E. is an acronym for Solvents-Automotive-Flammables-Electronics. The S.A.F.E. Collection 
Centers, augmented by temporary community collection events and universal waste collection points, 
provide residents with safe, convenient and legal means to properly recycle and/or dispose of their 
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hazardous waste. 


S.A.F.E. Centers are most effective when located in or near the areas they are intended to serve. 
Early in the developmental process of siting S.A.F.E. Centers, staff recognized the need for a facility 
in the western area of the City. Finding a viable site in this area of the City proved very difficult. In 
2004, LASAN began discussions with UCLA to share a portion of their soon to be constructed 
Environmental Health and Safety Building to serve the campus HHW requirement. Staff determined 
that this facility was ideally located to meet the needs of West Los Angeles communities. UCLA 
agreed to assist LASAN in serving a substantial public interest by promoting recycling and reducing 
illegal dumping. During fiscal year 2017-2018, over 7,000 residents used the facility amounting to 
over 600,000 pounds of RSM collected. 


In January 2007, the Board executed a six-year MOU with UCLA (C-110759) for shared use of 
UCLA's facility on weekends. A subsequent MOU (C-122033) became effective on April 23, 2013. 
This MOU expires April 15, 2019. UCLA has agreed to continue shared use with the execution of 
the attached MOU. (Transmittal No. 1) 


Scope of Services 
The MOU allows Los Angeles City and County households use of the UCLA on-campus Hazardous 
Waste Collection (HWC) facility for the collection of household hazardous waste and E-Waste. 


The City and the City’s Contractor are responsible for S.A.F.E. Center operation and record keeping. 
This MOU provides UCLA with funding necessary to maintain and manage the facility for shared use 
on S.A.F.E. collection days. The S.A.F.E. Collection Center is open between 8:00 am to 2:00 pm 
from Thursday through Saturday. 


Term and Value of Contract 

The contract term is for six (6) years. The current annual estimated cost is $129,274 for the first year 
with a three percent (3%) incremental increase each year for the duration of the MOU. A 20% 
contingency is included as a precaution for any unforeseen expenses. The total cost ceiling of this 
MOU is $1,003,500. 


City Requirement 

As a government entity, several of the Standard Provisions for City Contracts do not apply to UCLA. 
Also, this MOU is an agreement benefitting City and County residents and designed to cover the 
unique circumstances of allowing the City to operate its program through part-time use of UCLA's 
facilities. This MOU is only for the use of UCLA's facilities and not for contracted labor. As such, the 
following provisions are exempt: 


Slavery Disclosure Ordinance 

Living Wage and Worker Retention Ordinances 
Contractor Responsibility Ordinance 

Equal Benefits Ordinance 

First source Hiring Ordinance 

Business Inclusion Program 
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Municipal Lobbying Ordinance 

Los Angeles Residence Information 

Non-Colliusion Affidavit 

Contract Bidder Campaign Contribution and Fundraising Restrictions 

lran Contracting Act of 2010 Compliance Affidavit 

City Contractor’s Use of Criminal History for Consideration of Employment Applications 
Disclosure of Border Wall Contracting Ordinance 


Notification of Intent to Contract 
The required Notification of Intent to Contract was filed on February 14, 2018 with the CAO 
Clearinghouse. 


Charter Section 1022 

LASAN requested a Charter Section 1022 determination from the CAO for these specific services. 
The CAO issued the 1022 determination report on June 14, 2017 and determined that the City 
neither owns the required facility nor has staff with the necessary knowledge, experience and training 
for the collection and disposal of hazardous waste. Hazardous waste material management is 
currently being performed by a contractor. 


MOU Administration 
Responsibility for administration of this MOU will be Solid Resources Citywide Recycling Division, 
LASAN. 


Approval as To Form 
The MOU has been approved as to form by the Office of the City Attorney. 


STATUS OF FINANCING 





There is no impact to the General Fund. The overall cost ceiling for this contract is established at 
$1,003,500 for the length of the entire contract period. Funding for the six year MOU is as follows: 


HHW 003040 $32,219 
(567/50R182) 


Future Fiscal $971,281 
Years 


$1,003,500 
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Funds and Appropriations for future fiscal years are not yet identified and existing appropriations may 
change based on available cash balances. Therefore, Funds and Appropriations will be determined 
by the Director of Sanitation or designee. 


Funding as of the date of this Board Report has been verified and approved by the Director of 
Accounting subject to terms and conditions and cash availability described above. 


Notwithstanding any other provision of this Contract, including any exhibits or attachments 
incorporated therein, and in order for the City to comply with its governing legal requirements, the 
City shall have no obligation to make any payments to the Contractor unless the City shall have first 
made an appropriation of funds equal to or in excess of its obligation to make any payments as 
provided in this Contract. 


The Contractor agrees that any services provided by the Contractor, purchases made by the 
Contractor or expenses incurred by the Contractor in excess of the appropriation(s) shall be free and 
without charge to the City and the City shall have no obligation to pay for the services, purchases or 
expenses. The Contractor shall have no obligation to provide any services, provide any equipment, 
or incur any expense in excess, of the appropriation, amount(s) until the City, appropriates additional 
funds for this Contract. 
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Respectfully s ubmitted 
f S 





Bureau of Sanitation 


REVIEWED AND APPROVED BY: 





LISA B. MOWERY, Chief Figangial Officer 
Bureau of Sanitation 
Date: 1A - 


APPROVED AS TO FUNDS: 


cen 
ae 
Pa 






, Director 





Office of Accounting 
F100/82/003040 $32,219 


Date: i 


Prepared by: 


Mary Benson, SRCRD 
(213) 485-3442 


John Park, SRCRD 
(213) 485-3970 


